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Haiyan Weijia Electric Technology Co. , Ltd is a professional China 
Prepayment Meter Current Transformers Manufacturers and Prepayment Meter 
Current Transformers factory , coyers an area of 13 acres, with a total 
construction area of about 12, 000 square meters and more than 200 
employees. The company mainly produces in-meter accessories such as 
current transformers, manganese-copper shunts . wholesale Prepayment 
Meter Current Transformers and magnetic holding relays. The transformer 
production capacity is 80, 000 per day, shunts are 50, 000 per day, and 
20,000 relays per day. The company inyests millions of dollars each year 
in equipment upgrades, production process improyements and new product 
deyelopment. Currently has dozens of technical patents, enterprise 
management passed 1809001 certification, relays and transformers 
obtained CE EU certification. 



Haiyan Weijia Electric Technology Co., Ltd. was established in 2008 with 
















a registered capital of 20 million yuan, the company covers an area of 
13 acres, with a total construction area about 12, 000 square meters and 
more than 300 employees. 
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Contact US 

• Address : Wuyuan Rd no 2188 Haiyan County, Jiaxing City, Zhejiang Province,314300 
China. 

• Tel : +86(573)86591881 

• Contact person :Neo Zhu 

• E-Mail : 250791932@qq.com 

















